. ,. 


Work Order ID 75551 


October-25-11 
9.'00:47 AM 
*7!1!1!1 1 * 
Page 1 


--------------------------------_.- 


Required 
Date: 31/10/2011 


Reference: 


Mesh (350 Basket Long, Lid) 
*NQ00040 100* 
Setup 
Start 
*NS1* 


Stop 
*NS?* 


Cust Item ID: 


Customer: 


Run 
Start 
*NR1 * 
Date: ------- 
Stop 
Date: 
*NR?* 
------ 
------ 


ToolID 
Tool # 
Plan 
Accept 
Reject 
Reject 
Insp. 
Code 
Qty 
Qty 
Number 
Stamp 
Set Upl 
Run Hours 


0.00 


0.00 


Accept 


*?* 
*?* 


Date:..'.\S \lh l-a..s Tooling: 


Date:_____ 
SPC (YIN): 


Start Qty: 
2.00 


Req'd 
Qty: 2.00 


Operation 
Description 


Revision Nbr 


FLOW WATER JET 


Memo 


I-Cut as per Dwg D4020 


A 


- 
Process Plan: ---1-1.b:--0 
_ 


QC: 
_ 


D4020-5 


25/10/2011 


Item ID: 


Revision 
ID: 


Item Name: 


Approvals: 


Start 
Date: 


Sequence 
IDI 
Work Center 
ID 
I 


IDraw Nbr 


'04020 


100 
- =,*1()()* 
Shear 


Shear 


110 
QC6-lnspect 
dimensions 
to drawing 
0.00 
*11 ()* 
QC 
Memo 
0.00 


Quality Control 


120 
IdentitY as per dwg & Stock 
Location:~ 
0.00 
*1?()* 
Packaging 
Memo 
0.00 


Packaging 


Il 
oj 


L 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod Mar 
QC Inspector 


Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
_ 


Disposition: 
_ 


NCR: Yes No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Section A 
Initial 
Action Description 
Sign & 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


. 


. 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


Work Order ID 75551 


October-25-11 
9:00:47 AM 
*7~~~1* 
Page 2 


Item 10: 
D4020-5 


Revision ID: 


Item Name: 
Mesh (350 Basket Long, Lid) 


Start 
Date: 
25/10/2011 


Required 
Date: 31/10/2011 


Reference: 


Start 
Qty: 
2.00 


Req'd 
Qty: 2.00 
*?* 
*?* 


Accept 
*Nqnnn4n1 nn* 


Cust Item ID: 


Customer: 


Setup 
Start *N~ 1* 


Stop 
*N~?* 


Approvals: 
Process 
Plan: 


QC: 
~ 
_ 


Date:~ 
_ 


Date:~ 
_ 


Tooling: 


SPC (YIN): 


Date: 


Date:_~~~ 


Run 
Start 


Stop 
*NR1 * 
*NR?* 


Insp. 
Stamp 
Reject 
Number 
Reject 
Qty 
Accept 
Qty 
Tool # 
Plan 
Code 
Tool 10 


0.00 


Set Upl 
Run Hours 


0.00 


Memo 


Operation 
Description 


QC21- Final Inspection 
- Work Order Release 
*1 ~()* 
QC 


Quality Control 


Sequence 
IDI 
Work Center 
ID 


130 


~------------------ 
- 
------ ---~-------~---~----------------------------- 


.. 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod Mar 
QC Inspector 


Part No: 
PAR #: 
-----~--- 
--- 


Resolution: 
_ 


Fault Category: 
_ 


Disposition: 
_ 


NCR: Yes 
No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


.. 
WORK ORDER NON-CONFORMANCE 
(NCR) 
NCR: 


Description 
of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RavE 


Work 
Order 
10: 
75551 


Parent 
Item Name: 
Mesh (350 Basket Long, Lid) 


Pieklist Print 


October-25-11 
9:00:51 AM 


Req uired Date: 31/1 0/20 II 


Required 
Qty: 2.00 


Page 1 


Start 
Date: 
25/10/2011 


Start 
Qty: 2.00 


-----------------~ 


1 
*7~~~1 * 
*n4n?n-~* 
D4020-5 
Parent 
Item: 


Comments: 
IPP RevA: 
new issue 
DD 09.11.26 
verified by:EC 
perdwgrevA 
10.03.15 
verifiedby:EC 
IPP Rev:B 
as 


Component 
Item IDI 
Item Name 
Replacement 
Mfgl 
Item ID 
Purch 
Bin 
Primary 
Item 
Location 
Last 
Location 
Route 
Seq 10 
Unit of 
Measure 
Qtyon 
Hand 
Qty per Kit 
Total 
Qty 
Qty 
Issued 
Date 
Issued 
Status 


*I\A~n4FXn 7~-1RF* 
Expanded 
Metal Flat SS 


M304EXO.75-16F 
Purchased 
No 
100 
sf 
730.5135 
14.386 
303.J.632 
** 
----/i2-//~.e>r. oS 


Location 


WA 


117197 


117896 


118153 


118248 


118597 


118955 


119180 


1!!£....Q!y 


730.51348 


102.9036 


53.3264 


76.8473 


33.0983 


62.16788 


82.17 


320 


Loc Code 
I1l / /~ I&C( - 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod MQr 
QC Inspector 


Part No: 
PAR #: ~~_ 


Resolution: 
_ 


Fault Category: 
_ 


Disposition: 
_ 


NCR: Yes No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 
- 
WORK ORDER NON-CONFORMANCE 
(NCR) 
NCR: 


Description 
of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


8 
5 


R 
ELEASED 
2010-03-~ 


R3.0 
TYP 
CD 
04020.1 
MESH (350 BASKET 
LONG. BASEl 
(SEE D4020-1F FOR LENGTH) 


CD 
04020-3 
(350 BASKET 
SHORT, BASE) 
(SEE D4020-3F FOR LENGTH) 


--------------19.52 
-------------- 


SHOP COpy 


I" 
23.6 
RETURN TO 
D 
ENGINEERING 
D 


UNCONTROLLED 
COPY 


SUBJECT TO AMENDMENT 


WITHOUT 
NOTICE 
WORK 
ORDER 
No.-3SillfiZ 
.c.-c 0 


\ 
J jlD 
12:) 
c 
15.13 
C 


8 


A 


REV. A 


10,03.04 


DATE 


SHEET 
1 OF4 


SCALE 


NTS 


JPH 


BY 


TITLE 
350 BASKET MESH BASE 


DART AEROSPACE 
LTD 


HAWKESBURY, 
ONTARIO, 
CANADA 


DRAWING 
NO. 
D4020 


DESCRIPTION 


A 
NEW 
ISSUE 


REV. 


DESIGN 
DRAWN 
CHECKED 
MFG.APPR. 
APPROVED 
DE APPR. 


DATE 
10.03.04 


NOTES: 
1) MATERIAL-1: MAKE FROM D4020-1F 
-3: MAKE FROM D4020-3F 
2' FINISH: NONE 
3) TOLERANCES: PER DART aSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: N/A 
6) IDENTIFICATION: N/A 
7) WEIGHT: SEE D402Q-1F & D4020-3F 
8) LOCAL TRIM MAY BE NECESSARY TO CLEAR FASTENERS/STRUCTURE 
SEE NEXT ASSY FOR DETAILS 
9) PRE-FORMING OF MESH PER SHOP OPTION, THIS VIEW MAY BE USED FOR REF ONLY 


A 


8 
5 
4 
3 
2 


Dart Aerospace 
Ltd 
. 
W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod Mgr 
QC Inspector 


.' 


c 
;/ 
, 


-~'" 
' .. 
'", 
" 
"'" 
' 
.. 


;. 
~~'~~~:i~~ 
. 
, 
.~--:: 
. 
. 


. 
'", 


Date: 
_ 
Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
_ 


Disposition: 
_ 


NCR: Yes No 
DQA: __ 


QA: NlC Closed: 
,Date: 
_ 


I~I 


NOTE: Date & Initial all entries 


WORK ORDER NON-CONFORMANCE 
(NCR) 
" 
NCR: 
'< 


Description 
of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
,- 


Section A 
Initial 
Action Description 
Sign & 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 
" 
.. 


, 


;"'j, 


.. 
-, 
-. 


-' 


... 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


L.- 
_ 


8 
6 
3 


D 


'-- 
D4020-5: 95.25 
D4020-7: 56.00 
----J 


D 


c 


B . 


21.75 


1.25 


I 
2.00I 


c 


'. 
, 


___________ 
D4020-7 
25.00 
6.0 
D4020-5 
_ 
44.66 


CD 
04020-5 
MESH (350 BASKET 
LONG, L10) 
(LOCAL SECTION MESH SHOWN FOR CLARITY) 


A 


REV. A 


SHEET20F4 


SCAlE 


NTS 


ne~ISC~A~:~~~~~~~~lHArlT~ 
NOtTOllfIJ!lEDP"(lIIAHr_OIl~or:I~TmTONtt<mEllP[MON_ 
"'lmEN~o.I_DoloRT_AQil1'll 


RELEASED 
2010 -03- 1 2 
NiP 


2 


350 BASKET MESH BASE 


TITLE 


DART AEROSPACE 
LTD 


HAWKESBURY. 
ONTARIO. 
CANADA 


DRAWING 
NO. 
D4020 


DESIGN 
DRAWN 
CHECKED 
MFG.APPR. 
APPROVED 
DEAPPR. 


DATE 
10.03.04 


3 
4 


CD 
04020-7 
MESH (350 BASKET 
SHORT LLlOJ 
(LOCAL SECTiON MESH SHOWN FOR CLARITY) 


5 
'8 


NOTES: 
1) MATERIAL: AISI 304/316 EXPANDED STAINLESS STEEL MESH 3/4-16F 
REF DART SPEC. M304EXO.75-16F 
21FINISH: NONE 
3 TOLERANCES: PER DART aSI 018 UNLESS OTHERWISE NOTED 
4 UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: N/A 
6) IDENTIFICATION: NlA 
7) WEIGHT -5:,0.80 Ibs APPROX 
-7: 4.49 Ibs APPROX 
81LOCAL TRIM MAY BE NECESSARY TO CLEAR FASTENERS/STRUCTURE SEE NEXT ASSY FOR DETAILS 
9 TOLERANCE ON XX.XX 
DIMENSIONS ~ 0.06. 


A 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod Mgr 
QC Inspector 


Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
_ 


Disposition: 
_ 


NCR: Yes No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 


Date: 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


D 


5 


-------------24.34 


3 
2 


D 


c 


CD 
04020-11 
END MESH, BASKET 


15.50 


R3.38 
2 PL 


c 


B 


A 


~)OJ~~~RIAL: AISI304/316 
EXPANDED STAINLESS STEEL MESH 3/4-16F 
. 
REF DART SPEC. M304EXO.75-16F 
2) FINISH: NONE 
3) TOLERANCES: PER DART aSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: N/A 
6! IDENTIFICATION: N/A 
7 WEIGHT: 1.22 Ibs 
8 LOCAL TRIM MAY BE NECESSARY TO CLEAR FASTENERS/STRUCTURE SEE NEXT ASSY FOR DETAILS 
9 TOLERANCE ON XX.XX DIMENSIONS! 
0.06. 


DESIGN 


DRAWN 
CHECKED 
MFG.APPR. 
APPROVED 
DEAPPR. 


DATE 
10.03.04 


R 
ELEASED 
. 
2010 -03- 1 2 


~ 


DART AEROSPACE 
LTD 
A 
HAWKESBURY. ONTARIO. CANAOA 
ORA~NGNO. 
REV. A 
D4020 
SHEET 3 OF 4 


TITlE 
SCAUE 
350 BASKET MESH 
BASE 
NTS 


COPYRIGHT e 2010 BY DART AEROSPACE 
LTD 
flofISODa.!lIe(flS_~lEloJ'O~AHDISSU'l'I.IEOON'n£ElCPflES$~_Trr 
••• 
HOrrolll!'usm'Ol'l""'~llfIcoPelORIXMoUNICA'lttITOANrcm<£APERSONwmtQUT 


'o'lIlfTTlHI'fJWISSUIFROMl)O,RT.oeRo9PACEl1tl 
8 
5 
3 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng I 
Prod Mgr 
QC Inspector 


Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
_ 


Disposition: 
_ 


NCR: Yes 
No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Corrective 
Action 
Section B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


8 
6 
5 
4 
3 


D4020_1F 95.25 ------------------------ 
_ '~5.13 
D4020-3F 56.00 
----, 


2.25 
t 


D 


c 
48.25 


CD 
04020-1 F MESH (350 BASKET LONG BASE) 
(LOCAL SECTION MESH SHOWN FOR CLARITY) 


CD 04020.3F 
MESH (350 BASKET SHORT, BASE) 
(LOCAL SECTION MESH SHOWN FOR CLARITY) 


~ 


~5 
--I 
513 I- f 


IDELEASED 
n 2010-0~ 


D 


c 


6 


NOTES: 
1) MATERIAL: AISI3041316 EXPANDED STAINLESS STEEL MESH 3/4-16F 
A 
REF DART SPEC. M304EXO.75-16F 
2) FINISH: NONE 
31TOLERANCES: PER DART OSI 018 UNLESS OTHERWISE NOTED 
4 UNITS: INCHES UNLESS OTHERWISE NOTED 
51BREAK SHARP EDGES: N/A 
6 IDENTIFICATION: N/A 
7 WEIGHT -1F: 17.331bs APPROX 
•3F: 10.16 Ibs APPROX 
8) TOLERANCE ON XX.XX 
DIMENSIONS! 
0.06. 


a 
4 


DESIGN 
DRAWN 
CHECKED 
MFG.APPR. 
APPROVED 


DE APPR . 


DATE 
10.03.04 


DART AEROSPACE LTD 
A 
HAWKESBURY,ONTARIO, CANADA 
DRAWING NO. 
REV, A 
04020 
SHEET 4 OF 4 


TITLE 
SCALE 
350 BASKET MESH BASE 
NTS 


COPYRKlHT02010 
BY DART 
AEROSPACE 
LTD 


lMSOOOl.lIll!NTISPIVV 
••T[Il.'CI~AIClISQFPI.JBl(tODEElO'R£SS~"""T"1S 


NOTTODtUSED'OR~~OROOPIEDOR(lCUrIIIlNC,JoT!OTOA~OTl£RPEJU(Wwm«llJT 


~PfIIllIl$$IDMFROMCIOIRT 
••_AClEl1tl 


2 


Dart Aerospace 
Ltd 
. . 
. ., 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
By 
Date 
Qty 
Approval 
Approval 
PROCEDURE 
CHANGE 
Chief Eng / 
Prod Mgr 
QC Inspector 
. ' 
.~. 
l 
,- 


" 
/- 
. 
\ 


" 


- 


".: 


,- . 
Part No: 
PAR #: 
_ 
Fault Category: 
_ 
NCR: Yes No 
DQA: __ 
D~te:, 
'. 
, - 
Resolution: 
_ 


' •. '~r 
Disposition: 
_ 


< 
QA: NlC Closed: __ 
~__ 
Date: 
" 
WORK ORDER NON-CONFORMANCE 
(NCR) 
~ 
NCR: 
," 


< 
Corrective 
Action 
Section'S 


"':-. 
Description 
of NC 
Verification 
.~.• 
Approval 
' ";.DATE 
STEP 
. 
Approval 
Section A 
Initial 
! 
Action Description 
Sign &. 
Section C 
Chief Eng 
QC Inspector 
; 
Chief Eng 
Chief Eng 
Date 
- .~ 
. ' 


~. 
- 


(•.., 
.. ,' 
" 
f' 
~ 
. 


/ 


.' 
>, 


~. 


'J 
," 


I 
, 
, 


" 
. 


1 
. 


.. 


\," 


-~".. 


: '''to' • 


.t: 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 
.~. 
. 


, .'/ 
t 


